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UNCLASSIFIED 

PAGE 01 OTTAWA 05881 070408Z 
ACTION SY-05 

INFO OCT-OI EUR-I2 ISO-00 /018W 

080472 0704I0Z/I7 

R070109Z JUL 77 
FM AMEMBASSY OTTAWA 
TO AMCONSUL MONTREAL 
AMCONSUL TORONTO 
AMCONSUL VANCOUVER 
INFO SECSTATE WASHDC 4017 

UNCLAS OTTAWA 05881 

FOR A/SY/TAVSB AND A/SY/FO 

E.O. 1 1652: N/A 
TAGS: ASEC 

SUBJECT: CCTV INSTALLATIONS 

REE: STATE 155262 DTD 7/5/77 

1. REFTEL PROVIDES EUNDING FOR CCTV SYSTEMS AT ADDRESSEE 
POSTS. RECOMMENDED PLACEMENT OF EQUIPMENT IS AS EOLLOWS: 

VANCOUVER - TWO CANERAS IN CONSULAR SECTION WAITING ROOM 
WITH VIEW OE COUNTER AND GUARD POSITION WITH MONITORS IN 
PSO OEFICE; 

TORONTO - TWO CAMERAS IN NIV WAITING ROOM ON OPPOSITE 
WALLS TO MAXIMIZE COVERAGE WITH MONITORS IN PSO OFEICE; 

MONTREAL - TWO CAMERAS IN NIV WAITING ROOM AND ONE CAMERA 
AT ENTRANCE OF CONSULAR SECTION VIEWING GUARD POST WITH 
MONITORS IN PSO OFFICE. 

2. CAMERAS AND MONITORS WILL REQUIRE 1 10 RECEPTACLES AND 
SINCE CAMERAS WILL BE AT CEILING HEIGHT, INSTALLATION OE 
UNCLASSIFIED 
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NEW OUTLETS WILL PROBABLY BE REQUIRED. EXISTING RECEPTA- 
CLES IN PSO OFFICES WILL PROBABLY BE SUFFICIENT; HOWEVER, 

EACH PSO MAY WISH TO CONSIDER A SHELE INSTALLATION TO 
ACCOMMODATE MONITORS. 

3. VANCOUVER SHOULD PROCEED WITH CCTV INSTALLATION BASED 
ON KABAN LTD. ESTIMATE OF DOES 1,190.00 AND SUBMIT PURCHASE 
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ORDER TO EMBASSY. KEOUGH SHOULD REQUIRE KABAN TO NOTIFY 
HIS SANYO COUNTERPART IN MONTREAL FOR APPROPRIATE SURVEY 
AND COST ESTIMATE. KABAN SHOULD ALSO MAKE SIMILAR ARRANGE- 
MENTS FOR TORONTO, IF POSSIBLE. 

4. MONTREAL SHOULD DETERMINE FEASIBILITY OF UTILIZING 
EXISTING BELL CANADA CONDUIT FOR THREE COAX CABLES FROM 
CONSULAR SECTION TO ADMIN OFFICE. 

5. NEITHER MONTREAL NOR TORONTO SHOULD OBLIGATE FUNDS 
UNTIL ESTIMATES FROM KABAN LTD. REPRESENTATIVES HAVE BEEN 
SUBMITTED AND APPROVED. 

6. ANY QUESTIONS ABOUT RECOMMENDED LOCATION OF EQUIPMENT 
SHOULD BE DIRECTED TO THE RSO. ENDERS 
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